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COMPARATIVE DATA ON FLOOR COVERINGS 





General Electric 
Perma-Kleen® 

Floor Tile 
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White Mist Solid 4300-MTK 
Light Reflectance: 80% 



Gray Twilight 4851-MTK 
Light Reflectance: 73% 



White Royale 5000-MTK 
Light Reflectance: 72% 



Beige Twilight 4850-MTK 
Light Reflectance: 72% 



Beige Floresque 7059-MTK 
Light Reflectance: 65% 


STATEMENTS OF USERS 
OF PERMA-KLEEN WHO HAVE 
HAD EXPERIENCE WITH 
OTHER FLOOR COVERING 

My P-K floor looks excellent all the time 
with practically no care, while my previous 
floor never looked good even Immediately 
after it had been scrubbed, stripped and 
waxed. • • • 

Downtime In our operation costs hundreds 
of dollars per hour. Therefore, we could 
afford almost any price for a P-K floor be- 
cause it absolutely eliminates downtime 
for cleaning. * » # 

Our previous floor never looked really 
clean and we replaced it after 3 years with 
a Perma-Kleen one. The Perma-Kleen 
floor has been in use two years, looks as 
beautiful as the day it went down, and it 
requires less than 10% of the maintenance 

of its predecessor. 

• • • 

Our previous floor required the services of 
one man full time every night to maintain 
It and it did not look good an hour after 
he finished. Our Perma-Kleen floor is kept 


SUMMARY - USER BENEFITS 


looking beautiful all the time with one 

man-hour a day attention. 

• • • 

We consider the rooms where we have 
Perma-Kleen as show places. To try to 
keep these floors in acceptable condition 
(before Perma-Kleen) 5 men spent full time 
on their maintenance. Now, with their Per- 
ma-Kleen surface, these floors are kept in 
much better condition than previously by 

one man, part time, with only a damp mop. 

• • • 

We have quite a few thousand square feet 
of floor in our data processing rooms. 
Some of it is covered with Perma-Kleen 
and some with other materials. The sur- 
face of all these floors that is covered 
with other materials is being changed to 
Perma-Kleen because of the greatly im- 
proved service and economy we have 

found this exceptional material provides. 

• • • 

Moving of heavy equipment, women’s 
spike heels, marking, scuffing and goug- 
ing all joined in making our data process- 
ing room floor almost impossible to live 
with until we put in one surfaced with 
Perma-Kleen two years ago. Now, all of 
these problems are eliminated and the 
floor, with only an occasional damp mop- 
ping, looks always as if It were just in- 
stalled. 


1. Easy and economical to 

maintain 

a. Requires no vigorous 
cleaning or strong clean- 
ing agent 

b. Requires no filler, coat- 
ings, waxes or buffing 

c. There is no flaking or 
dusting 

d. No downtime for 
cleaning 

2. Practically impervious to 

indentation from 

a. Equipment 

b. Heels 

c. Furniture 


3. Highly resistant to 

a. Scuffing 

b. Gouging 

c. Marking 

d. Cigarette burns 

4. Resistant to stain from 

a. Inks 

b. Chemicals 

c. Cleaning agents 

5. Electrical insulator and no 

static electricity buildup 

6. Highly resistant to 

deterioration from 

a. Traffic 

b. Cleaning 


7. Highly sanitary 

a. Non-porous 

b. Non-absorbing 

8. Excellent color stability 

a. Resistant to ultra-violet, 
infra-red, etc. 

9. Excellent glare control 
a. Low gloss, light con- 

' trolling finishes available 

10. Non-toxic — anti-allergic 












SUGGESTED ARCHITECT SPECIFICATIONS 

Floor tile surfacing on the access flooring system shall be 0.079" (or 0.123") 
G-E Perma-Kleen high-pressure laminated plastic tile. Maximum individual tile 

size to be x Pattern shall be No as manufactured 

by General Electric Company, Laminated Products Department, Coshocton, Ohio. 


REGIONAL AND DISTRK 

EASTERN REGION 

Headquarters: 

NEW YORK, New York 

General Electric Company 
103 Park Avenue 
New York, N. Y. 10017 
Phone: 751-1311 
Ext. 3471 

SYRACUSE, New York 

General Electric Company 
3532 James Street 
Syracuse, N. Y. 13201 
Phone: 456-7073 

BOSTON, Massachusetts 

General Electric Company 
2120 Commonwealth Ave 
Auburndale Mass. 02166 
Phone: 969-5552 

BELLEVILLE, New Jersey 

General Electric Company 
23 Joralemon St. 
Belleville, N. J. 07109 
Phone: 751-2200 

CAMDEN, New Jersey 

General Electric Company 
519 Federal St. 

Camden, N. J. 08103 
Phone: 964-7997 

WASHINGTON, D. C. 

General Electric Company 
6521 Arlington Blvd., 
Room 502 

Falls Church, Va. 22042 
Phone: 533-0224 


MIDWEST REGION 

Headquarters: 

CHICAGO, Illinois 

General Electric Company 
840 S. Canal St. 

Chicago, III. 60607 
Phone: 663-3741 


r OFFICES 

DETROIT, Michigan 

General Electric Company 
Greenfield Com. Bldg. 
Suite 7 

21590 Greenfield Rd. 

Oak Park, Mich. 48237 
Phone: 548-6005 

CLEVELAND, Ohio 

General Electric Company 
6890 Pearl Rd. 

Cleveland, Ohio 44130 
Phone: 842-1000 

CINCINNATI, Ohio 

General Electric Company 
320B Swifton Center 
Cincinnati, Ohio 45237 
Phone: 731-1150 

MINNEAPOLIS, Minnesota 

General Electric Company 
2524 Hennepin Ave. 
Minneapolis, Minn. 55405 
Phone: 377-1145 


SOUTHERN REGION 

Headquarters: 

ATLANTA, Georgia 

General Electric Company 
1860 Peachtree Rd., N.W. 
Atlanta, Ga. 30309 
Phone: 876-2451 

CHARLOTTE, North Carolina 

General Electric Company 
1520 Elizabeth Ave., 

Suite 200B 

Charlotte, N. C. 28204 
Phone: 375-1516 

TAMPA, Florida 

General Electric Company 
5605 S. Westshore Blvd. 
Tampa, Fla. 33616 
Phone: 837-9781 


HOUSTON, Texas 

General Electric Company 
7306 Torquay 
Houston, Texas 77036 
Phone: 494-2917 

DALLAS, Texas 

General Electric Company 
6500 Cedar Springs Rd. 
Dallas, Texas 75235 
Phone: 351-3725 


WESTERN REGION 

Headquarters: 

SAN FRANCISCO, Calif. 

General Electric Company 
One Jackson Place 
633 Battery St. 

San Francisco, Calif. 
94111 

Phone: 434-3146 

LOS ANGELES, California 

General Electric Company 
8555 E. Florence Ave. 
Downey, Calif. 

Phone: 773-3144 

DENVER, Colorado 

General Electric Company 
2829 E. Second St., ' 
Suite 109 

Denver, Colo. 80206 
Phone: 355-2997 

SEATTLE, Washington 

General Electric Company 
Pier 59 

Seattle, Wash. 98101 
Phone: 622-7131 


Your access floor system supplier will gladly provide free samples, plus a demonstra- 
tion of ease of cleaning and maintenance of G-E Perma-Kleen Floor Tile. Additional 
information can also be secured by writing: 


GENERAL 



ELECTRIC 


Laminated Products Department, Coshocton, Ohio 43812 


T-CDL-639 


Litho in U.S.A. 


J 





ELECTRIC 


CHEMICAL AND 


GENERAL 



COMPANY 


METALLU RGIC AL 
DIVISION 


COSHOCTON, OHIO 


TELEPHONE AREA CODE 614, MAin 2-5310 


LAMINATED PRODUCTS DEPARTMENT 


In response to your interest in new General Electric PERMA-KLEEN Tile, 

I am happy to send the enclosed literature that tells more about this 
revolutionary concept in flooring — a laminated plastic floor tile with 
exceptional low-maintenance features. 

As explained in the brochure, G-E PERMA-KLEEN Tile is now being recom- 
mended for free-access, or elevated type, flooring applications as 
commonly used in data processing equipment rooms. 

For more information and for guidance in locating a qualified elevated 
flooring manufacturer in your area, we direct you to your district 
representative of General Electric’s Laminated Products Department. 

His office is shown on the attached listing sheet. You will find him 
anxious to help, in any way possible. He also can tell you about 
PERMA-KLEEN tile installations in your area. 

If we can be of further assistance, please let us know. 


Cordially yours, 

R. G. Monckton 
Manager Advertising 
Decorative Textolite 

RGM/sw 

Enclosure 
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GENERAL ELECTRIC COMPANY 
Laminated Products Department 
Coshocton, Ohio 


Regional Managers and District Representatives 


EASTERN REGION 

J. G. Ogilvie, Regional Manager 
General Electric Company 
103 Park Avenue, Room 518 
New York 17, New York 
Phone: 751-1311 

R. C. Billig 

General Electric Company 
Providence Bldg., Room 502 
6521 -Arlington Boulevard ' 

Falls Church, Virginia 
Phone: 533-0224 . 

R. C. DeLea 

General Electric Company 
103 Park Avenue, Room 518 
New York 17, New York 
Phone: 751-1311 

R. F. Drews 

General Electric Company 
103 Park Avenue, Room 518 
New York 17, New York 
Phone: 751-1311 

P. Ei Flanagan 
General Electric Company 
Post Office Box 78 
2120 Commonwealth Avenue 
Auburndale, Massachusetts 
Phone: 969-5552 

R. M. Murphy 

General Electric Company 
3532 James Street 
Post Office Box 1021 
Syracuse, New York 
Phone: 456-7073 

J. G. O'Connor 
General Electric Company 
23 Joralemon Street 
Belleville 9, New Jersey 
Phone: 751-2200 


A. J. Petschauer 
General Electric Company 
103 Park Avenue, Room 518 
New York 17, New York 
Phone: 751-1311 

Wm. Seigh 

General Electric Company 
103 Park Avenue, Room 518 
New York 17, New York 
Phone: 751-1311 

P. B. Tomkins on 
General Electric Company 
519 Federal Street 
Camden, New Jersey 
Phone: 964-7997 

Po Weiss 

General Electric Company 
103 Park Avenue, Room 518 
New York 17, New York 
Phone: 751-1311 

SOUTH ERN REGION 

J. L.,Cobb, Regional Manager 
General Electric Company 
Post Office Box 4659 
1860 Peachtree Road, N. W« 

Atlanta, Georgia 
Phone: 876-2451 

R. T. Adams 

General Electric Distribution Center 
1126 Hub Street 
Houston 23, Texas 
Phone: 928-3321 

Re Co Couch 

General Electric Distribution Center 
Post Office Box 4146 
1534^ Cypress Street 
Tampa, Florida 
Phone: 251-1033 



Regional Managers and District Representatives - Page 2 


G. E. Hoover 

General Electric Company 
6500 Cedar Springs Road 
Dalis 35, Texas 
Phone: 351-3725 

George MacKay 
General Electric Company 
1520 Elizabeth Avenue 
Suite 200-B 

Charlotte, North Carolina 
Phone: 375-1516 


N. E. Billman 
General Electric Company 
320-B Swifton Center 
Cincinnati 37, Ohio 
Phone: 731-1150 

W. P. Fisher 
General Electric Company 
2829 East Second Street 
Suite 109 
Denver, Colorado 
Phone: 355-2997 


D. J. Miller 
7306 Torquay 
Houston, Texas 
Phone: 494-2917 

J. W. Pollard 

General Electric Distribution Center 
Post Office Box 4146 
1534 Cypress Street 
Tampa, Florida 
Phone: 251-1033 


R. W. Lynch 

General Electric Company 
840 South Canal Street 
Chicago, Illinois 
Phone: 663-3741 

D. R. McKinney 
General Electric Company 
840 South Canal Street 
Chicago 80, Illinois 
Phone: 663-3741 


C. M. Remus 

General Electric Distribution Center 
2400 Northwest 75th Street 
Post Office Box 975 
Miami, Florida 
Phone: 691-7700 

J. E. Rhoads 

General Electric Company 
Post Office Box 4659 
1860 Peachtree Road, N. W. 

Atlanta, Georgia 
Phone: 876-2451 

CENTRAL REGION 

F. W. Kinsey, Regional Manager 
General Electric Company 
840 South Canal Street 
Chicago, Illinois 
Phone: 663-3741 

t 


D. M. Moran 

General Electric Company 
6890 Pearl Road 
Cleveland 30, Ohio 
Phone: 842-1000 

t 

D. E. Perry 

General Electric Company 
21590 Greenfield Road 
Greenfield Commerce Building 
Oak Park, Michigan 
Phone: 548-6005 

J . D . Reamer 

General Electric Company 
2524 Hennepin Avenue 
Minneapolis, Minnesota 
Phone: 377-1145 

T. B. Schott 

General Electric Company 
21590 Greenfield Road 
Greenfield Commerce Building 
Oak Park, Michigan 
Phone: 548-6005 



and District Representatives ^ 


Regional Managers 

P. M. Slater 
421 Home Drive 
Traf f ord , Pennsylvania 
Phone: 372-6174 

W. W. Wanner 
General Electric Company 
840 South Canal Street 
Chicago 80, Illinois 
Phone: 663-3741 

WESTERN REGION 

T. J. McCarthy 
General Electric Company 
One Jackson Place 
633 Battery Street . 

San Francisco, California 
Phone: 434-3146 


L. E. Hazard 
General Electric Company 
8555 East Floreance Avenue 
Downey, California 
Phone: 773-3144 

R. C. Robertson 
General Electric Company 
8555 East Florence Avenue 
Downey, California 
Phone: 773-3144 

W. E. Slaven 
General Electric Company 
8555 East Florence Avenue 
Downey, California 
Phone: 773-3144 


J. G. Ballard 

General Electric Company 

Pier 59 

Seattle 1, Washington 
Phone: 622-7131 


General Electric Company 
One Jackson Place 
633 Battery Street 
San Francisco, California 
Phoile: 434-3146 

W. P. Fisher 
General Electric Company 
2829 East Second Street 
Denver, Colorado 
Phone: 355-2997 

Ii . D . G a 1 1 

General Electric Company 
One Jackson Place 
633 Battery Street 
San Francisco, California 
Phone: 434-3146 


